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SUBJECT: ESTABLISHMENT OF KOREAN ATOMIC POWER GENERATION CROP. 

1. KOREAN NATIONAL ASSEMBLY IN LATE MARCH PASSED BILL 
AUTHORIZING ESTABLISHMENT OF THE KOREAN ATOMIC POWER 
GENERATION CORP. (KAPCO). 

2. KAPCO, WHICH WILL BE A PUBLIC CORPORATION WITH ROKG AS 
MAJORITY SHAREHOLDER, WILL BE THE UMBRELLA ORGANIZATION 
FOR DEVELOPING KOREA'S INDUSTRIAL/TECHNOLOGICAL BASE TO 
SUPPORT NUCLEAR PLANT CONSTRUCTION. KAPCO SERVICES WILL 
INCLUDE CONSTRUCTION AND MANAGEMENT OF NUCLEAR PLANTS, 
INVESTMENT IN PROJECTS RELATED TO NUCLEAR POWER AND 
RESPONSIBILITY FOR CONTROLLING AND OBTAINING NUCLEAR FUEL. 
EMBASSY NOW PREPARING REVIEW AND ASSESSMENT OF KOREAN 
INDUSTRIAL/TECHNOLOGICAL BASE EOR NUCLEAR PLANT CONSTRUCTION 
AND EUTURE ROLE OF KAPCO. 

3. EMBASSY POUCHING TWO COPIES OF BILL ESTABLISHING KAPCO. 
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